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UNCLASSIFIED 

PAGE 01 PANAMA 01553 081357Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

016934 090015Z/75 

R 072202Z MAR 78 
FM AMEMBASSY PANAMA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6003 
AMEMBASSY SAN JOSE 
AMEMBASSY SAN SALVADOR 

UNCLAS PANAMA 1553 


Message Text 


EO 11652: N/A 
TAGS: BEXP, PN 

SUBJECT: U.S. HOSPITAL & MEDICAL EQUIPMENT CATALOG EXHIBITION, 
PANAMA, APRIL 3-4. 

REF: PANAMA 1534 


1. KENDALL, S.A., PANAMANIAN SUBSIDIARY OF KENDALL INTERNATIONAL, 
BOSTON, MASS., HAS SUBMITTED TWO CHECKS DRAWN ON FIRST 
NATIONAL CITY BANK, PANAMA, TOTALLING: $210 (OLD-TO-MARKET 
PANAMA: $130. AND NEW TO MARKET COSTA RICA: $80). 

IT INDICATED ITS AMERICAN PRINCIPALS PREFER THIS METHOD OF 
PAYMENT. THE TWO CHECKS FORWARDED WITH THAT OF 
INTERNATIONAL LIGHTING (REFTEL) MARCH 8. 

2. FYI KENDALL CATALOGS RECEIVED. HOWEVER, PANAMANIAN 
SUBSIDIARY ALSO PROVIDING TWO CORRESPONDING CATALOGS IN 
SPANISH. TWO ADDITIONAL ONES BEING AIRMAILED (COMMERCIAL) TO 
SAN JOSE. 


JORDEN 


UNCLASSIFIED 
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